Oy ga. <>) Uttarakhand State Control Room 
SS (vy. UN) Integrated Disease Surveillance Programme C®VID-19 
sanress an Puen Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 
Date: 17-10-2022 Health Bulletin Time: 6:00 PM 
Bulletin No. 980 (since 15t" March 2020) 
© Positive Today: 04 #Q Recovered Today: 05 
4 Death Today: 00 %{Q Active Cases: 57 
S*’’ Sample Positivity Today: 0.54% R%_ Recovery Percentage: 96.00% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104250 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100073 (96.00%) 


3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3787 (3.63%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333 (0.32%) 
5. Number of samples found negative for COVID-19 today: 732 
6. Total number of samples sent for COVID-19 testing today: 841 
7. Total number of cumulative samples found negative since 01.01.2022: 1541649 
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Detailed Status of Sample Tested 


: Negative es Positive 
Negative ; Positive j 
x Cumulative 5 Cumulative 
in last 24 i in last 24 : 
hours Se hours eu 
01.01.2022 01.01.2022 


Haridwar 138 140 {| 329500 | 0 | 14086 | 343556 | 9 
Details of Districts having Positive COVID-19 Cases 
Almora 4908 4472 0 4 432 
Bageshwar 2161 2056 0 0) 105 
Chamoli 3370 3234 2 3 131 
Champawat 1994 1964 1 2 27 
Dehradun 38946 38237 29 210 470 
Haridwar 14086 13799 10 32 245 
Nainital 13487 13393 6 33 55 
Pauri Garhwal 5596 4537 0 21 1038 
Pithoragarh 2758 2597 3 4 154 
Rudraprayag 3061 2917 1 2 141 
Tehri Garhwal 2625 2161 1 8 455 
U.S. Nagar 9334 8978 2 8 346 
Uttarkashi 1924 1728 2 6 188 
Total 104250 100073 57 333 3787 
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COVID-19 Vaccination 


17th October 2022 


* Sessions Held Today: 534 
* Number of Beneficiaries Vaccinated Today: 4366 
* Total Number of Beneficiaries Partially Vaccinated: 9111665 
* Total Number of Beneficiaries Fully Vaccinated: 8709276 
*% = Total Number of Beneficiaries Given Precaution Dose: 2118463 
Details of Beneficiaries Vaccinated in Uttarakhand 
an 5 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s e e e Precaution 1st 
ise ue vrs | years tst | | years | ‘Stdtse | and Dose | _ Dose es base nes hes MN ta ala 
Ist aie Dose Ae) Bless Coverage | Coverage | Coverage | Coverage | Coverage | Coverage COME ine. Dose 
Dose Dose Coverage | Coverage Dose 
Almora 21105 15564 29450 24524 384967 359547 6025 6035 9961 9769 94447 66 13 
Bageshwar 10506 9064 14153 13351 186469 173438 2515 2522 2323 2403 61550 0 14 
Chamoli 15250 15195 19751 19737 275409 273061 3988 4025 6494 6641 120519 1 271 
Champawat 11016 9494 13562 13202 185657 175624 2257 2324 7594 7602 47183 66 4 
Dehradun 74122 53716 104589 84902 1585556 | 1499145 37252 36760 30677 31359 430215 101 274 
Haridwar 76642 43684 84246 55289 1525013 | 1474822 17797 17679 48487 48513 358019 26 584 
Nainital 43296 38207 53718 49245 760881 746380 14196 14018 20121 20257 205613 452 99 
Pauri 22891 18018 32766 31148 456684 440316 7927 7954 7109 7209 141615 30 198 
Pithoragarh 16686 12962 23859 21223 329173 320936 4097 4116 8325 8427 74268 47 66 
Rudraprayag 9214 7387 12653 11249 174908 161503 2466 2458 2692 2715 58961 26 66 
Tehri 23908 22540 31384 30793 402465 372451 6254 6320 4932 5059 139044 22, 301 
US Nagar 63257 54824 93863 91549 1363588 | 1397746 12509 12640 34817 34116 267577 75 972 
Uttarkashi 13677 11495 18332 17049 237717 229365 3463 3490 5004 5120 119452 29 564 
Total 401570 | 312150 | 532326 | 463261 | 7868487 | 7624334 | 120746 | 120341 | 188536 | 189190 | 2118463 | 941 | 3426 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 
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S*’Y Sample Positivity: 4.42% 
RX CFR (%Death): 1.73% 


R% Recovery Percentage: 96.03 % 
44 Migrated Cases: 2.23% 


lls Total cumulative Positive COVID-19 detected: 449035 
2. Total Number of COVID-19 Patients Treated/ Cured: 431223 
35 Total Number of COVID-19 patients migrated out of state: 10004 
4. Total Number of COVID-19 Deaths: 7751 
2, Total number of cumulative samples found negative: 9717402 
6. Total number of cumulative samples tested: 10166437 


Districts wise Status of COVID-19 


Treated/ 


Cured till Cumulative 


District Cumulative Negative Positive 


Cumulative 


samples Tested 


Cumulative 


Cumulative Deaths 


Date 


Migrated/others 


Almora 327290 310141 17149 15896 200 1053 
Bageshwar 261607 253679 7928 7737 61 130 
Chamoli 360371 344749 15622 15217 65 338 
Champawat 341097 331424 9673 9401 =5) 216 
Dehradun 2496860 2345182 151678 146839 SB) 1073 
Haridwar 2607598 2541927 65671 62962 1056 1643 
Nainital 738259 685430 52829 51646 980 197 
Pauri Garhwal 543893 520555 23338 PADS 336 1745 
Pithoragarh 289891 276842 13049 12598 186 262 
Rudraprayag 244559 232692 11867 11457 108 301 
Tehri Garhwal 375715 357250 18465 16992 118 1354 
U.S. Nagar 1173479 1126199 47280 45350 769 1159 
Uttarkashi 405818 391332 14486 13871 80 333) 
Total 10166437 9717402 449035 431223 7751 10004 


